https://www.ancestry.com/family-tree/person/tree/103244672/person/ 
100026402929/story 


Eliza Nowland married george starck on November 13, 1810, in Edit 
Harford, Maryland. 
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Eliza Nowland was married in Harford, Maryland, on November 13, 1810. 


13 Nov 1810 Harford County, Maryland 


